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Forty»Fifth  Annual  Report 

of  the 

Board  of  Managers  of  the  School  for 
the  Blind,  Halifax,  N.  S. 


Introduction. — In  submitting  to  the  Members 
of  the  Corporation,  to  the  Governments  and  Legisla- 
tures interested  and  to  the  many  friends  of  this 
institution  the  forty-fifth  annual  report  your  Board 
of  Managers  are  pleased  to  state  that  under  the 
blessing  of  Almighty  God  the  school  has  continued 
to  prosper,  and  to  prove  an  untold  advantage  to  those 
who  by  reason  of  partial  or  total  blindness  are  unable 
to  attend  the  public  schools.  Your  Board  bespeaks 
for  the  institution  the  continued  moral  and  financial 
support  of  the  public  and  of  the  Governments  and 
Legislatures  of  Nova  Scotia,  New  Brunswick,  Prince 
Edward  Island  and  Newfoundland. 

Superintendent’s  Report. — The  Superintend- 
ent’s report  deals  fully  with  the  several  departments 
of  the  school  and  refers  at  length  to  many  matters 
vital  to  the  welfare  of  those  deprived  of  sight. 

The  education  and  training  of  the  blind  during  the 
past  one  hundred  and  thirty  years  has  shown  a steady 
development,  and  it  is  probable  that  as  years  roll  by 
the  methods  of  instructing  those  who  are  deprived  of 
sight  will  continue  to  improve.  New  appliances  will 
be  invented,  better  text  books  will  be  published  and 
the  training  of  the  pupils  for  wider  fields  of  useful- 
ness will  become  necessary.  In  the  meantime  it  is 
gratifying  to  realize  that  the  institution  is  in  all 
respects  fully  abreast  of  the  times  and  that  its 
officials  and  staff  are  using  their  best  endeavours  to 
further  the  interests  of  the  blind. 
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Equipment.— While  the  School  Department  is  well 
equipped  with  suitable  appliances  and  the  Musical 
Department  well  supplied  with  practice  pianos,  our 
Tuning  Department  is  handicapped  for  the  want  of  a 
modern  player  piano.  Our  young  men  are  well 
trained  in  the  tuning  and  repairing  of  all  ordinary 
pianos,  but  it  is  felt  that  their  training  will  not  be 
complete  unless  they  receive  instruction  in  the 
mechanism  of  the  player  piano.  Your  Board  pur- 
poses to  give  this  matter  their  serious  considera- 
tion at  au  early  date. 


The  recent  addition  of  appliances  for  our  play- 
ground and  playroom  have  been  greatly  appreciated 
by  the  pupiis  and  will  add  materially  to  their  oppor- 
tunities for  healthful  and  pleasurable  exercise. 


Attendance. — As  will  be  seen  by  the  table  of 
attendauce  the  number  of  pupils  is  slightly  in 
excess  of  last  year.  It  is  gratifying  to  note  that  the 
advantages  of  the  school  are  being  enjoyed  by  such  a 
large  number  of  pupils.  During  the  past  few  years 
the  number  of  girls  attending  the  school  has  grown 
rapidly,  and  this  increase  has  taxed  to  its  limit  the 
accommodation  iu  our  girls’  department. 


Financial  Outlook. — Your  Board  is  gratified  to 
repoit  that  the  Government  and  Legislature  of  New 
Brunswick  has  amended  the  Act  respecting  the 
Education  of  the  Blind  by  increasing  the  grant  per 
pupil  from  Two  Hundred  Dollars  ($200.00)  to  Two 
Hundred  and  Fifty  Dollars  ($250.00)  per  school 
year,  the  increase  dating  from  January  31st,  1915. 
The  Government  and  Legislature  of  Newfoundland 

PifH3  n n1Cre‘7amUtn^rrant  t0  Two  Hundred  and 

of  he  s rS  (!25°c00  ) Per  sch°°l  year  for  each 

a tend  fbiT*  ^ewfoundla'>d  Pupils  'authorized  to 

grateful  vLLU  tiUti°n;  Y°Ur  Board  has  already 

fo  the  n JreaskeH°Wledged  the  aCtion  t;lken  with  respect 
increased  per  capita  grant  made  by  the  Govern- 


meois  an*  Legisktures  of  Nova  Scotia  and  Prince 
Edward  Island,  and  now  desire  to  place  on  record 
their  appreciation  of  the  action  that  has  been  taken 
by  the  Governments  and  Legislatures  of  New 
Brunswick  and  Newfoundland.  As  will  be  seen  bv 
reference  to  the  treasurer’s  statement  the  current 
income  is  slightly  m excess  of  the  current  expendi- 
ture This  is  a matter  for  congratulation,  but  unfor- 
tunately we  still  have  a large  overdraft  at  the  bank 
due  to  the  deficits  of  previous  years. 


Superintendent . — It  is  our  usual  custom  in  this 
reP-‘t  to  refer  to  our  honored  Superintendent. 

On  this  occasion  we  as  a Board  desire  to  express 
our  sincere  gratification  that  Sir  Charles  Frederick 
Fraser  has  been  knighted  by  His  Majesty  the  King 
for  Ins  great  work  in  connection  with  this  institution’ 
and  generally  for  his  devotion  to  the  interests  of  the 
blind.  The  success  he  has  attained  in  improving  the 
condition  of  the  blind,  the  efforts  he  has  made  for 
their  education  and  training,  has  enabled  them  to  go 
out  into  the  world  and  take  their  places  as  independent 
men  and  women. 


. We  feel  sure  that  every  person  in  the  Mari- 
time Provinces,  Newfoundland  and  throughout  the 
Dominion  who  is  interested  in  the  education  of  the 
blind  will  rejoice  with  us  that  the  magnificent  life 
work  of  our  Superintendent  has  been  thus  signally 
recognized.  We  are  sure  that  the  well  merited 
honor  that  Sir  Frederick  has  received  will  encourage 
him  in  his  work  of  promoting  the  welfare  of  those 
deprived  of  sight,  and  we  hope  and  pray  that  he  may 
be  long  spared  to  continue  his  great  and  noble  work. 

Convention  of  Instructors  of  the  Bund.— 
Your  Board  has  every  reason  to  believe  that  the  Con- 
vention of  the  American  Instructors  of  the  Blind, 
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which  is  to  be  held  in  Halifax  during  the  summer  of 
1916,  will  awaken  a wider  and  deeper  interest  in  the 
welfare  of  those  deprived  of  sight.  The  meetings  of 
the  Association  will  be  open  to  the  public.  The  dis- 
mission  of  questions  pertaining  to  the  education  and 
training  of  the  blind  by  experienced  instructors  can- 
not fail  to  be  of  interest  to  the  many  friends  of  the 
institution  and  to  the  public  in  general. 


Employment  of  the  Bund. — We  have  in  former 
reports  called  attention  to  the  difficulties  that  blind 
people  have  to  meet  in  securing  employment.  There 
can  be  no  doubt  that  the  labor  of  blind  persons 
could  in  special  cases  be  utilized  in  the  workshops 
and  factories  of  the  country.  The  manual  training 
which  the  pupils  receive  in  this  school  make  them 
especially  deft  with  their  hands,  and  this  deftness 
might  be  turned  to  practical  account  in  certain  lines 
of  work  in  our  larger  manufactures  Unfortunately 
the  Employers’  Liability  Act  has  made  the  employers 
of  labor  unwilling  to  risk  extra  hazards  by  employing 
persons  deprived  of  sight.  Under  these  circumstan- 
ces the  action  of  the  Union  of  Municipalities  in  recom- 
mending to  the  Government  and  Legislature  of  Nova 
Scotia  the  passage  of  a permissive  Act  enabling  the 
Municipalities  to  aid  in  the  carrying  on  of  local  work- 
shops for  the  blind  is  greatly  to  be  commended,  and 
we  trust  that  the  Legislature  of  Nova  Scotia  will  at 
its  coming  session  enact  the  proposed  legislation  and 
thus  give  a further  proof  of  its  interest  in  the  welfare 
ot  the  blind.  This  legislation  would  be  of  special 
import  at  the  present  time  aud  might  result  in  solv- 
mg  the  question  of  how  to  provide  employment  for 
our  soldiers  who  may  lose  their  sight  during  the  war. 


Acknowledgments.— Your  Board  gratefully  ack- 
now  e ge  the  receipt  of  the  following  bequests  : — 
Estate  of  Edward  Donohoe,  Halifax,  N.  S.,  $100.00  ; 
•estate  of  Asa  Bent,  Annapolis  Royal,  N.  S.,  $179.51 ; 


estate  of  R.  D.  McLarren,  Charlottetown,  P.  E.  I. 
§185.00  ; estate  of  Anne  Willet  Tedford,  Yarmouth' 
N.  S.,  §966.95. 

Your  Board  also  gratefully  acknowledge  the 
Donations  and  Thanksgiving  offerings  received  dur- 
ing the  year. 

The  death  of  Dr.  A.  W.  H.  Lindsay,  who  has  been 
Consulting  Physician  of  the  school  for  the  past  four 
years,  is  deeply  regretted  by  your  Board.  Dr. 
Lindsay  became  Attending  Physician  of  the  school 
in  the  year  1883.  From  that  date  until  1911  he 
continued,  free  of  charge,  to  give  his  best  services  to 
the  pupils  and  was  always  ready  to  promptly  look 
after  those  needing  his  attention.  In  1903  in  recog- 
nition of  Dr.  Lindsay’s  services  his  name  was 
enrolled  as  one  of  the  honored  benefactors  of  this 
school. 

The  thanks  of  the  Board  of  Managers  are  due  to 
Drs.  W.  D.  Forrest,  L.  M.  Silver,  F.  V.  Woodbury, 
Attending  Physicians,  Dr.  Kirkpatrick,  Ophthalmic 
Surgeon,  and  to  Dr.  A.  W.  Cogswell,  Dental  Surgeon. 
These  gentlemen  have  given  their  professional  ser- 
vices to  the  pupils  without  charge  and  deserve  the 
gratitude  of  the  friends  and  supporters  of  the  school. 

To  the  press  of  the  Maritime  Provinces  and  New- 
foundland we  extend  our  sincere  thanks  for  all  that 
they  have  done  and  are  doing  for  the  school  and  for 
its  graduates. 

The  Board  of  Managers  desire  to  thank  all  those 
who  have  in  any  way  contributed  to  the  pleasure  of 
the  pupils  by  admitting  them  to  concerts,  lectures 
and  other  entertainments,  and  by  timely  help  in  for- 
warding the  Christmas  festivities  and  holiday  outings. 

CHARLES  ARCHIBALD, 

President  Board  of  Managers. 


Superintendent's  Report, 


To  the  President  aWD  Board  of  Managers  of 
the  School  for  the  Blind 


Gentlemen, —The  table  of  attendance  herewith? 
submitted  shows  that  166  blind  persons  have  been 
tinder  instruction  during  the  past  year,  of  whom  83 
were  males  and  83  females.  Of  these  24  graduated 
or  remained  at  home,  making  the  total  number  regis- 
tered  December  1st,  1915,  142,  of  whom  71  are 
males  and  71  females.  Of  these  93  are  from  the  Pro- 
vince of  Nova  Scotia,  27  from  New  Brunswick,  6 from 
Prince  Edward  Island  and  16  from  Newfoundland. 

Table  of  Attendance. 


Registered  December  1st,  1914.,. . 64 

Entered  during  the  year io 

Graduated  or  remained  at  home . . 9 

Registered  Deeember  1st,  1915\.  65 


Girls  Adults  Total 

71  6 141 

12  3 25- 

12  3 24 

71  6 142 


nn  School.— The  school  is  admirably  located  in 

Halifax  leitsmh°St1d  hful  residential  Portions  of 
rialitax.  Its  buildings  are  well  adapted  for  the  pur- 
poses for  which  they  were  erected.  Its  several 

S S y rs 

school  to  all  Vi  - * It  in  fact  a,  free 

ofTbe^hW  steffTfve^  ^ year  the  members 

We  proved  by  their  enerL  A eXCdlent  work 

*re  dMI,ly  imer's«<i  i»  th e welfare  of  The'pupflsl^6^ 
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In  June  last  Miss  M.  Archibald  of  Lawreneetowa, 
N.  S.,  Miss  Prisk  of  Tangier,  N.  S.,  and  Miss  W. 
Bellevue  of  Lockeport,  N.  S.,  resigned  their  positions 
us  members  of  our  teaching  staff.  Their  places  have 
been  filled  by  Miss  R.  Archibald  of  Lawr.eaeetowij, 
N.  S.,  Miss  C.  Deckman  of  Sherbrooke,  N.  S., 
and  Mr.  G.  M.  Mason  of  Tangier,  N.  S.  Mr. 
Mason  also  acts  as  Superintendent’s  assistant. 

Health. — Our  records  for  the  year  show  that  of 
the  141  pupils,  24  had  measles.  One  little  girl 
developed  pneumonia  after  measles  but  happily 
recovered.  An  attractive  boy,  John  Cox,  of  Musquo- 
doboit,  died  from  blood  poisoning  resulting  from  an 
abscess.  The  attending  physicians  Dr.  Silver,  Forrest 
and  Woodbury  were  unremitting  in  their  care  and 
•oversight  of  the  health  of  the  pupils,  and  dnring  the 
.epidemic  of  measles  took  every  precaution  to  prevent 
any  .after  ill-effects. 
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Playroom  and  Playground  Outfit. — For  many 
years  the  need  of  fitting:  the  playgrounds  of  the  school 
with  appliances  that  would  gwe  to  the  pupils  pleasur- 
able exercise  in  the  open  air  has  been  under  con- 
sideration, as  also  has  been  the  equipping  of  a 
playroom  for  the  use  of  the  younger  pupils  during 
the  winter  season.  Thanks  to  the  many  friends  of 
the  school  a good  beginning  has  now  been  made  and 
during  the  autumn  our  boys  and  girls  have,  during 
their  hours  of  recreation,  enjoyed  to  the  full  the  play- 
ground outfit,  which  has  been  provided  for  them. 

With  the  co-operation  of  the  Local  Council  of 
Women  and  several  ladies’  organizations  in  the  city 
a Playground  Fair  was  planned  and  was  held  in  the 
school  in  June  last.  With  the  proceeds  of  the  Fair, 
supplemented  by  donations  from  kind  friends,  and 
by  the  receipts  of  several  entertainments,  there  has 
been  sufficient  to  enable  us  to  purchase  a Steel  Play- 
ground Outfit  and  Circle  Bars  for  the  boys,  a 
Rocking  Boat  and  Circle  Bars  for  the  girls  and  a^iue 
Slide  and  Teeters  for  the  junior  pupils.  In  another 
part  of  this  report  will  be  found  a statement  showing 
receipts  and  expenses  on  account  of  the  Playground 
Fund.  I desire  on  behalf  of  the  school  and  the 
pupils  to  sincerely  thank  the  ladies  and  gentlemen r 
who  so  cordially  assisted  in  the  establishment  of  this 
fund,  and  also  to  thank  the  several  organizations, 
who  so  willingly  co-operated  in  securing  the  same. 

One  of  the  first  contributions  towards  the  equip- 
ment of  the  playroom  was  a beautiful  doll  house, 
which  was  designed  by  the  late  Patrick  Gough  of 
Halifax  and  was  afterwards  completed  by  Mr.  and 
Miss  Gough,  son  and  daughter  of  the  donor.  It  is 
hoped  that  Mr.  Gough rs  example  will  inspire  other 
friends  of  the  school  to  show  their  interest  in  the 
recreation  of  the  pupils  by  helping  to  complete  the. 
equipment  of  the  children’s  playroom. 
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American  Association  of  Instructors  of  the 
Blind. — During  the  summer  of  1916  the  American 
Association  of  Instructors  of  the  Blind  will  hold  their 
biennial  convention  in  Halifax.  This  convention 
will  include  among  its  delegates  many  of  the  most 
successful  educators  of  the  blind  throughout  the 
United  States  and  Canada,  and  the  conference  of 
these  experienced  instructors  cannot  fail  to  be  of 
great  interest  t®  those  who  have  the  welfare  of  the 
blind  at  heart. 

The  American  Association  of  Instructors  of  the 
Blind  held  its  first  regular  meeting  in  Boston,  Mass., 
in  the  year  1872.  Since  which  time  good  and-  effec- 
tive work  has  been  accomplished.  Many  questions 
vital  to  the  interests  of  blind  persons  have  been  dis- 
cussed, and  each  meeting  of  the  Association  has  proved 
an  inspiration  to  the  attending  delegates  and  has 
awakened  wide  local  interest  in  all  matters  relating 
to  those  who  are  deprived  of  sight. 


1 the  American  Associa- 
at  their  recent  meetings 
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j?  B,7ke1le?’  CaiilraniB,  in  1915,  adopted  the  British 
Braille  alphabet  as  the  basis  of  a new  standard  dot 
system.  This  is  a long:  step  in  advance  towards 
securing  uniform  type  for  the  English  speaking  blind 
and  means  that  all  embossed  books  printed  in  the 
Point  System  in  Great  Britain  and  the  United  States 
will  be  available  to  those  who  read  by  touch. 


The  Maritime  Association  for  the  Blind  which 
devotes  its  energies  to  the  furthering  of  the  interests 
of  the  graduates  of  the  school,  has  been  active  in  its 
held  of  work,  and  through  it  many  of  our  graduates 
have  been  started  on  the  road  to  success.  The 
report  of  the  Association  for  the  past  year  is  a most 
interesting  one. 


Mr.  John  Weir,  held  secretary  of  the  work  of  the 
Home  Teaching  Society  and  Circulating  Library  for 
the  blind,  has  spent  the  past  year  in  Newfoundland 
where  through  the  co-operation  of  Lady  Davidson 
and  many  of  the  public-spirited  ladies  of  Newfound- 
land a wide  interest  has  been  awakened  in  the  welfare 
of  the  blind,  and  a generous  subscription  has  been 
made  towards  the  work  of  the  society  among  the 
adult  blind.  We  hope  that  the  Extension  Movement 
will  prove  a blessing  to  scores  of  blind  persons  who 
cannot  be  reached  in  any  other  way. 

Blind  Soldiers. — Many  organizations  have  been 
established  in  Great  Britain  for  the  care  and  relief 
of  soldiers,  who  have  been  wounded  while  fighting  for 
the  Empire  in  France  and  the  Gallipoli  Peninsula. 
One  of  the  most  noteworthy  of  these  is  St.  Dunstan’s 
Home  recently  opened  in  London  for  the  training  of 
soldiers  who  had  lost  their  sight  while  on  active 
service.  The  percentage  of  soldiers  who  have  become 
blind  is  said  to  far  exceed  that  resulting  from  wars 
during  the  past  century.  This  is  due  to  the  nerve 
racking  noise  which  is  the  outcome  of  the  use  o£ 
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modern  artillery  and  to  the  employment  by  the  enemy 
of  poisonous  gases  which  seriously  affect  the  sight. 

As  our  Canadian  soldiers  at  the  front  cannot  hope 
to  escape  the  grim  effects  of  war,  it  is  more  than 
probable  that  a percentage  of  our  brave  boys  will 
suffer  the  loss  of  their  sight.  Thdse  blind  soldiers 
will,  if  not  trained  and  given  active  employment, 
soon  become  despondent  and  their  lives  will  prove  a 
burden  to  themselves  as  well  as  to  their  relatives  and 
friends.  There  are  many  occupations  in  which  the 
adult  blind  can  be  trained  so  that  they  may  earn  from 
fifty  to  sixty  per  cent,  of  their  livelihood,  and  in 
individual  cases  become  entirely  self-supporting. 
Capt.  Peirson-Webber,  a British  officer,  who  lost  his 
sight  some  years  ago,  has  become  one  of  the  most 
successful  poultry  farmers  in  Great  Britain,  and  is 
now  employed  as  a lecturer  and  a poultry  adviser  by 
the  authorities  of  the  counties  of  Warwickshire  and 
N orthamptonshire. 


Iu  a recent  letter  received  from  Mr.  Robinson 
Pierce,  of  South  Easton,  Mass.,  the  writer,  who  is  a 
blind  farmer,  gives  details  as  to  his  farming  opera- 
tions and  states  that  he  has  met  with  a fair  measure 
of  success.  There  can  be  no  doubt  that  an  intelligent 
blind  person  can  find  active  work  on  the  farm.  The 
assachusetts  Commission  for  the  Blind  has  recently 
erected  a small  greenhouse  for  a Dutch  florist,  who 
ecame  blind.  The  outlook  for  success  is  promising, 
lei  e are  many  trades  such  as  broom-making,  brush- 
making  mat  weaving,  mattress-making  etc.,  in 
c 1C  tiamed  blind  person  can  be  employed  and 
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other  occupations,  additional  room  will  be  required. 
This  will  involve  the  enlarging  of  our  present  work- 
shop or  the  erection  of  a new  shop  that  will  afford 
space  for  new  industries. 

Realizing  that  the  trained  blind  workman  cannot  as 
a rule  earn  a living  wage,  and  at  the  same  time  that 
it  was  most  desirable  that  he  should  receive  steady 
employment,  I discussed  the  whole  question  with  the 
Union  of  Municipalities  at  a meeting  held  in  New  Glas 
gow  in  August.  After  pointing  out  to  the  delegates 
present  that  enforced  idleness  was  a greater  affliction 
than  the  loss  of  sight,  and  that  trained  blind  work- 
men could  always  earn  a percentage  of  a living  wage, 
I suggested  that  legislation  be  secured  which  would 
enable  the  Municipalities  to  grant  aid  to  local  indus- 
tries for  the  blind.  These  local  industries  would  be 
organized  by  public  spirited  residents  and  applica- 
cation  would  be  made  to  the  municipal  authorities  to 
supplement  the  earnings  of  the  workmen  by  an 
amount  sufficient  to  guarantee  the  workers  a living 
wage.  My  recommendations  were  cordially  receive 
by  the  meeting,  and  the  Union  of  Municipalities  has 
by  resolution  recommended  to  the  city,  town  and 
municipal  councils  the  endorsation  of  the  proposed 
act  and  has  recommended  to  the  Government  of 
Nova  Scotia  the  passage  of  permissive  legislation  as 
outlined  above. 

There  is  not  space  in  this  report  to  fully  discuss 
this  proposal,  but  I feel  confident  that  its  adoption 
would  open  up  to  trained  blind  soldiers  as  well  as  to 
other  trained  blind  persons  a wide  field  for  employ 
ment  and  would  at  a comparatively  small  expense 
enable  blind  workers  to  remain  in  or  near  their  own 
homes. 

In  the  United  States  many  states  have  enacted 
laws  granting  pensions  of  from  $100.00  to  $150.00 
per  annum  for  each  blind  person  who  yearly  earns 
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S less  than  $300.00.  In  other  states  great  central 
workshops  have  been  established  which  give  employ- 
ment to  blind  persons.  These  workshops  receive 
substantial  grants  from  the  legislatures  of  the  states 
i in  which  they  are  located.  Without  discussing  the 
’ merits  and  demerits  of  the  pension  system  and  the 
advantages  and  disadvantages  of  central  workshops 
in  which  the  blind  from  all  parts  of  the  country  are 
, gathered,  it  may  be  said  that  the  plan  herein  sug- 
i gested  would  iusure  to  blind  workmen  greater  happi- 
i ness,  greater  self  respect  and  equal  facilities  for 
steady  employment  than  is  secured  to  them  by  one 
or  both  of  the  methods  referred  to  above. 

Prevention  of  Blindness.- Frequent  reference 
has  been  made  in  these  reports  to  the  unnecessary 
I blindness  which  results  from  Ophthalmia  Neonatorum 
and  other  infantile  diseases  of  the  eye.  In  a recent 
I publication  itsued  in  New  York  by  the  National  Com- 
mittee for  the  Prevention  of  Blindness  some  very 
interesting  statistics  are  given.  In  1914  there  were 
in  thirty  American  schools  for  the  blind  3,334  pupils. 
Of  these  740  pupils,  or  22.1  per  cent.,  had  unneces- 
sarily become  blind  from  Ophthalmia  Neonatorum. 
The  following  quotations  from  the  report  of  the 
' committee  should  be  given  the  widest  publicity  : — 
“ It  is  estimated  that  50  per  cent,  of  all  blindness  is 
preventable.  To  many  this  may  seem  too  high  an 
estimate — that  one-half  of  all  blind  people  in  this 
country  need  not  have  been  blind.  It  has  long  been 
known  to  the  medical  profession,  and  to  a compara- 
tively few  others  among  the  lay  public,  that  nearly  a 
quarter  of  the  pupils  in  the  schools  for  the  blind  are 
sightless  because  their  eyes  were  not  properly 
treated  during  the  first  few  days  of  life  ; that  other 
children  become  totally  or  partially  blind  from 
trachoma  and  other  eye  infectious,  or  after  attacks  of 
such  infectious  diseases  as  measles,  scarlet  fever,  etc.; 
that  industrial  accidents  cause  the  needless  loss  of 
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many  eyes ; that  drinking  wood  alcohol  or  inhaling- 
its  fumes  in  close  places  causes  both  blindness  and 
death  ; that  inadequate  lighting  is  responsible  for 
much  visual  disturbance  ; and  that  eye  strain  is  a 
serious  factor  in  general  nervous  breakdown.” 

^ ‘‘  P,e  Prevention  of  nfantile  blindness  from 
Ophthalmia  Neonatorum  must  evidently  be  accom 
plished  through  the  routine  use  of  a prophylactic 
solution  in  all  infants’  eyes  immediately  after  birth 
and  b}-  prompt  and  skilful  treatment  of  cases  in  which 
the  eyes  become  red  and  swollen  whether  or  not  a 
prophylactic  has  been  used.” 

iu  Nova  Scotia  the  parents  of  new  born  babes  as 
well  as  the  nurses  or  midwives  present  at  birth  are 
obliged  to  report  to  a physician  or  to  the  proper  health 
officer  all  cases  of  babies’  sore  eyes,  but  so  far  it 
is  not  obligatory  upon  the  part  of  medical  men  to  use 
a prophylactic  at  birth.  In  thirty  states  of  the 
United  States  the  reporting  of  babies’  sore  eyes  to  a 
physician  or  local  health  officer  is  compulsory.  In 
six  states  the  use  of  a prophylatic  as  a routine  is 
compulsory.  In  twelve  states  free  prophylactic  out- 
fits are  distributed  to  physicians  and  midwives.  The 
question  as  to  whether  or  not  precautions  were 
taken  against  Ophthalmia  Neonatorum  is  included 
on  the  birth  certificate  in  nine  states,  and  in  four 
states  only  births  are  reported  early  enough  to  be 
of  assistance  in  prevention  of  blindness. 

With  the  co-operation  of  the  Provincial  and  Local 
Boards  of  Health  and  physicians  iu  general,  and  with 
the  aid  of  the  press  in  giving  publicity  to  the  fore- 
going facts,  the  eyes  of  new  born  babes  in  the  Mari- 
time Provinces  and  Newfoundland  would  be  safe- 
guarded and  many  would  be  saved  from  life-long 
blindness. 

Conclusion. — In  closing  this  report  I desire  to 
express  my  sincere  gratitude  to  the  members  of  the 
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Board  of  Managers  for  the  unfailing  interest  they 
have  taken  in  all  matters  pertaining  to  the  welfare 
of  the  blind.  Their  hearty  co  operation  in  carrying 
to  a successful  issue  the  proposals  that  I have  made 
from  time  to  time  has  been  fully  appreciated  by  me 
and  has  been  of  great  assistance  in  carrying  out  the 
same.  In  this  connection  I might  say  that  the  honor 
recently  conferred  on  me  by  His  Majesty,  the  King, 
while  personally  pleasing  to  me  was  doubly  pleasing 
because  it  was  a recognition  of  the  Halifax  School  for 
the  Blind  towards  the  success  of  which  the  members 
of  the  Board  of  Managers  are  so  freely  giving  their 
time,  thought  and  means.  It  is  likewise  a recogni- 
tion of  the  individual  effort  of  each  member  of  the 
teaching  staff  and  of  each  student  and  graduate  who 
•has  made  intelligent  use  of  his  opportunities.  Under 
these  circumstances  I have  gratefully  accepted  the 
honor  of  Knighthood,  and  trust  that  it  may  prove 
an  inspiration  to  me  and  to  others  to  be  still  more 
zealous,  more  energetic  and  more  effective  in  pro- 
moting the  welfare  of  those  deprived  of  sight. 

All  of  which  is  respectfully  submitted. 

C.  F.  FRASER, 

Superintendent. 
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SCHOOL  FOR  THE  BLIND. 

IN  ACCOUNT  WITH  O.  E.  SMITH,  TREASURER. 

GENERAL  ACCOUNT. 


• 9 1 5 • 

Nov.  30th. 


Credit. 

Bv  Current  Account 

“ Legacies.  

“ Refund  on  Pianos  

“ Trustees  Organ  Fund. .. . 

“ Smith  Street  Houses 

“ Nova  Scotia  Fire  Ins  Co 


*373°8  57 
M3'  46 
. 298  44 

300  OO 

250  OO 
I 17  OO 


“ Bank  Overdraft 


*39705  47 
5581  90 


1914. 

Nov.  30th. 
I9T3- 

Nov.  30th. 


*45z87  37 

Debit. 


To  Bank  Overdraft $ 79*8  91 

“ Current  Expenses  372°7  7* 

“ Pianos  Purchased  160  75 


*9*5- 

Nov.  30th. 


*45287  37 

CURRENT  ACCOUNT 
Receipts 

By  Interest  and  Dividends $ 4811  99 

“ Donations  and  Subscriptions  ..  . ...  102  20 

“ Nova  Scotia  Government  and  Muni<  ipulities. . 22075  00 
“ New  Brunswick  “ “ 5506  8S 

“ Prince  Edward  Island  Government 750  00 

“ Newfoundland  Government 4000  00 

“ Tuition  Fees. 62  50 


1915. 

Nov.  30th. 


Expenditure. 


5373oS  57 


To  Household  Expenses,  including  Provisions 
Furnishings,  Laundry,  Fuel,  Light,  etc 

“ Salaries,  Superintendent  and  Teachers  

“ Domestic  Salaries  and  Wages 

“ Repairs  and  Improvements 

“ Grounds  

“ Printi ng,  Postage  and  Stationery  ’ . . . . . * * *. ! 

“ School  Supplies 

“ Expense  Sundries  1 

‘‘  Music  and  Musical  Instruments 

Insurance  

“ Interest  and  Discounts  

“ Water  Rates 

“ Prizes 


1 

$17208  63 
10642  50 
. 4371  So 

>369  97 
169  90 
601  55 
276  32 
. 560  96 

. 744  99 

. 300  00 

706  92 
. 229  17 

. 25  00 


Balance 


37207  71 
100  S6 


*37308  57 
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INVESTMENT  ACCOUNT 

1915. 

Credit. 

Nov.  30th. 

By  Estate  Anne  Willet  Tedford,  Yarmouth 

R.  D.  McLarren,  Charlottetown  . . 

*'  Asa  Bent,  Annapolis  Royal  . . 

“ Edward  Donoboe,  Halifax 

“ Refund  on  Pianos 

“ Smith  Street  House 

“ Nova  Scotia  Fire  Insurance  Co  . . 

$2096  90 

'915- 

Debit. 

Nov.  30th. 

To  Pianos  Purchased 

Bank  l 1936  15 

$2096  90 


Examined  and  found  correct. 

W.  H.  Studd. 
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LEGACIES 


1 866 — Wm  Murdoch,  Halifax 

$19466  67 

1871—  Jane  Molloy,  Halifax  88  87 

1872—  R Noble,  Halifax  100 
1874 — R Purves,  Pugwash  100 
1S75— Jas  McDonald, 

Green  Hill,  Pictou  150 
1876— Miss  Jane  M Tonge, 

Windsor  20 

1.877 — N L West,  Halifax  800 
J M Walker  “ 500 

1878 —  Charles  Roach  “ 100 

W L Black  “ 250 

1879—  Ann  Service  “ 400 

1880 —  Mrs  Williamson '*  200 

Geo  Freise,  Maitland  100 
Ann  Wilson,  Halifax  100 

1881—  Ann  Hunter  “ 20 

1882 —  W P West  “ 1030  06 

J Saunders,  Burling- 
ton, Hants  Co  416  36 

John  King,  Halifax  600 

1883 —  Jos  Hart,  Baddeck  100 
Mrs  G Dunn,  Halifax  40 

1884 —  Hugh  Elliott  “ 100 

Alex  McLeod  “ 100 

1885 —  Jas  Thompson  “ 100 

1886 —  A Shields,  Dartmouth  552  18 
H Hesslein,  Halifax  100 

S B Smith  “ 100 

Jas  G Merkel  “ co 

1887 —  J C MacDonald  “ co 

W H Merkle  “ 50 

Jas  A Buist  “ 500 

Sir  Wm  Young  “ 10000 

Mrs  M J Hamilton 

Halifax  c0 

Mrs  E Binney, Halifax  500 
Mrs  J Northup  “ 200 

1888 —  J W Metzler  “ 4Q 

J W Ross  “ co 

1889—  Mrs  W L Wilmot, 

Fredericton,  N B 250 

Mrs  Elinor  Smith, 

Summerville,  Hants  Co  16  7c 
Jas  F Avery,  M D, 


Halifax 


500  00 


John  Gibson,  Halifax  1000 
S A White  (Building 
Fund),  Halifax  1000 


1890— J P Mott 


21868  97 


f8$o — G G Gray,  Halifax  $181  07 
F Campbell,  Char- 
lottetown, P E I 100 
1891— John  Naylor,  Halifax  770  36 
M P Black  “ 500 

j893— Sir  Edward  Kenny, 

Halifax  400 

A K Doull,  Halifax  1849  33 
1S94 — Dnncan  Waddell, 

Dartmouth  375  52 

Miss  E Cronan,  Hfx  100 

1895 —  Miss  E Heales, 

St  John  200  00 

Rev  T N DeWolf, 

Windsor  500 

1896 —  Mrs  E Keith,  Halifax  200 

Mons.  Carmody,  “ 50 

1897 —  W G C Ketchum,  C E, 

Fredericton.  N B 500 
Adam  Burrs,  Halifax  250 
1898  Lady  Kenny  “ 200 

1899 —  Mrs  Chas  Murdoch, 

London, G B 450 

Gilbert  Pugsley, 

Amherst  800 

Mrs  H F Allison, 

Halifax  50 

E P Archbold, 

Halifax  225 

1900—  N Forrest,  Amherst  500 
Mrs  Chandler, 

Falmouth  416  70 

W H Keating, 

El  Doro,  Cal  100 

J9or — John  S McLean, 

Halifax  1000 

Geo  H Starr, 

Halifax  coo 

C C West,  Halifax  418  57 
Pat  O’Mullin  “ 70o 

Peter  Coffin  “ 10 

Mrs  Elizabeth  Grant, 

New  Glasgow  51  60 
C E Stanfield,  Truro  50  00 
1902— Miss  Margaret  Little, 

Halifax  c0o 

M A Buckley, 

Santa  Cruz,  Cal  150 
Thomas  Kelly,  Halifax  10 
>9°3 — W C Silver  “ 2r0 

Mrs  T Doyle  *• 
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I9°4 — Philip  Thompson, 

Halifax  ifioco 1 

John  Murphy, Halifax  ioo' 
James  Smith  •*  c;|f  c0 

James  McEwen  “ 25 

1905  w C Urquhart  “ 8200 

Mrs  Allison  Smith, 

Halifax  2000 

Mrs  Thomas  Bolton, 
Halifax  1000 

Archibald  Kennedy, 

.,HaJif,a*  . >343  23 

Mrs  a Wiggins, 

Windsor  500 

L J Morton,  Halifax  500 
G Campbell,  Folleigh  500 
F C Parker,  Halifax  200 
Michael  Murphy,  “ 100 

Mrs  L Avery, 

Grand  Pre  100 

D McKenzie, 

Frasers  Grant 
1936— J Bayley  Bland, 

Halifax 

Miss  Ann  Lawson, 

Halifax 

Sir  Robert  Boak, 

Halifax 

John  Cronan,  Halifax  150 
Miss  Celia  Black,  “ 100 

1907—  Jairus  Hart, Halifax  2058  72 
Miss  G B Walsh, 

Halifax  250 

M McGregor,  M D, 
Riverport,  NS  100 

Jairus  Hart  (Building 
Fund)  Halifax  4000 

1908 —  L J Almon, 

St  John,  N B 500 


65  70 
101 83  38 

I JOO 

250 


500 


500 

400 


1000 


1000 


George  Mitchell, 

Halifax 

x9°9 — R T Forrestall, 

, Halifax 

^ E Kenny,  Halifax 

1910— Miss  Clara  Killam, 

Yarmouth 
Thomas  Ritchie. 

Halifax 

Mrs  Ella  J Fraser, 

Halifax  500 

^ or  Halifax  250  00 

S A Slack,  Folly 

1911—  Levi  Hart,  Halifax 
Mrs  S J Allworth, 

Toronto 

1912—  Hon  Wm  Chisholm, 

Halifax 

Nathaniel  Smith, 

Halifax 

1913—  Miss  Annie  Duffy, 

Hillsboro 

Geo  Wright,  Halifax  600 

1914—  Robt  Pickford, 

Halifax  1000 

Geo  Wright, 

Halifax, additional  1125 
R T Forrestall, 
additional  1 

1915  — Mrs  Anne  Willet 

Tedford,  Yarmouth  966  95 
R D McLarren, 
Charlottetown,  PEI  185 
Asa  Bent, 

Annapolis  Royal,  NS  179  51 
Edward  Donohoe, 

Halifax  100 


*5 


FORM  OF  LEGACY, 

I hereby  give  and  bequeath  to  “The  Halifax  School  for  the  Blin  d,’ 
Halifax,  Nova  Scotia,  and  their  successors  forever  (if  real  estate),  al 
that,  etc.,  (if  personal)  the  sum  of,  etc.,  to  be  us  ed  for  the  gtr.era 
purposes  of  the  institution. 

Legacies  intended  for  any  specific  purpose  should  specify,  in 
addition— “ to  be  devoted  to,”  and  such  specification  will  be  strictly 
carried  out. 


u 


DONATIONS  AND  THANKSGIVING 

. Scriven  & Sons  ....  ....  

Zest  River  and  Green  Hill  Presbyterian  Church 
Sir  Joseph  Outerbridge,  St.  John’s,  Nfld  .... 

Charles  T.  White  & Son,  Sussex,  N.  B 

United  Church,  New  Glasgow,  N.S. 

Mrs.  C.  C.  Blackidar,  Halifax,  N.  S .... 

B.  W.  Colley,  New  York  ....  ....  .... 


OFFERINGS. 

....  ....  $20  00 

....  s 00 

25  do 

, . ....  1 2 00 

....  ....  30  20 

S oo 

5 00 
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Register  of  Pupils  in 


Attendance,  December  I,  1915 


PROVINCE  OF  NOVA  SCOTIA. 


Name. 

Lulu  Oliver 
Josephine  Gilliatt 
Mary  Seaman 
Mary  McNeil 
Agnes  McNeil 
Nellie  Buckley 
Eftie  Johnson 
Sadie  Buckley 
Maud  Woods 
Laura  Hinett 
Loris  Hinett 
Mary  Boutilier 
Kathleen  Neville 
Gertrude  McLellan 
Mabel  Weaver 
Ruby  Stewart 
Alda  Deveau 
Isabel  Saulnier 
Clara  Leveau 
Gertrude  Snow 
Myrtle  Rbynold 
Isabel  Chisholm 
Erma  Cook 
Hazel  Lavis 
Janie  Tracey 
Grace  McCarthy 
Wavie  Baker 
Alice  Foley 
Venetia  Jewers 
Mary  Mason 
Martha  Mason 
Olive  Myra 
Nora  Coughlin 
Mabel  Hinch 
Thelma  Hilson 
Ida  Thompson 
Florence  Campbell 
Marjorie  Adams 
Willena  O’Connor 
Grace  Sanderson 


Place. 

Municipality. 

Granville  Ferry 

Annapolis 

Up.  Clements 
Antigonish 

Antigonish 

Sydney 

<( 

Cape  Breton 

(i 

Bridgeport 

(I 

it 

Sydney 

ci 

Bridgeport 

(( 

tl 

Sydney 

it 

tl 

ii 

it 

tl 

Reserve  Mines 


xveserve  miuca 

Advocate 

Cumberland 

Westchester 

“ 

Saulnierville 

ii 

Digby 

II 

it 

Up.  Whitehead 

II 

Guysboro 

Canso 

II 

Eight  Island  Lake 

II 

Roachvale 

II 

East  Walton 

Hants 

Mapleton 

II 

II 

II 

East  Jeddore 

Halifax 

ii 

Beaver  Harbour 

tt 

Tangier 

a 

ii 

West  Dover 

u 

Halifax  City 

ii 

II 

II 


(t 


(C 

Port  Hood 
Canning 


II 

Inverness 

Kings 
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A7  ame. 

Agnes  Wolfe 
Stella  Wolfe 
Nellie  Baker 
Annie  McDonald 
Sadie  MacKinnon 
Rose  Forest 
Annette  Forest 
Myrtis  Jacklin 
Blanche  Belliveau 
Jennie  Bitinan 
Chipman  Dukeshire 
Lloyu  Dukeshire 
Cyril  LeCain 
Josepli  Boudreau 
Percy  Buckley 
Finley  Tooiney 
Joseph  Boutilier 
Daniel  White 
Joseph  Gauchet 
James  Durham 
Aloysius  i'etrie 
Miles  Young 
Grant  Campbell 
Roderick  McDonald 
Henry  Woodlands 
Gerard  Haley 
Lemuel  Rushton 
Arthur  Barnes 
Rodenck  Fraser 
Thomas  Blaikie 
Albion  Nickerson 
Emmerson  Titus 
Alonzo  Feltmate 
Ernest  Clyburn 
Russell  Davis 
James  baudford 
Roy  Atwood 
Parker  Dares 
James  Goodhall 
John  McGrath 
Robie  Baker 
Alex.  Graham 
Alex.  Lamey 
Neil  McDougall 


Place. 

Municipality. 

Mahone 

it 

Lunenburg 

Baker’s  Settlement 

ci 

New  Glasgow 

a 

Pictou 

Arichat 

Richmond 

Shelburne 

Lr.  Wood’s  Harbour 

Shelburne 

ic 

Varmouth 

Yarmouth 

Clementsport 

ii 

Annapolis 

Round  Hill 

II 

Pomquet 

Bridgeport 

Antigonish 
Cape  Breton 

II 

Glace  Bay 

Sydney 

II 

Sydney  (North) 

II 

Glace  Bay 

II 

New  Waterford 

II 

Reserve 

II 

Whitney  Pier 

New  Waterford 

II 

II 

II 

II 

Dominion 

II 

II 

Oxford 

Advocate 

Cumberland 

Pugwash 

Up.  Stewiacke 
Weymouth 

Westport 

Guysboro 

Isaac’s  Harbour 

II 

Colchester 

Digby 

II 

Guysboro 

II 

East  Walton 

Hants 

Walton  Road 
Dartmouth 

II 

II 

Halifax 

Halifax  City 

ii 

Glendale 
St.  Rose 


Inverness 
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Name.  Place.  Municipality. 

Charles  Bush 
Victor  Sanderson 
Lester  Rudolph 
Joseph  Forest 
Henry  LeLachure 
Percy  Burton 
John  LeBlanc 
Leo  Pothier 
Simon  Muise 

PROVINCE  OF  NEW  BRUNSWICK. 


Kentville 

Kings 

Canning 

it 

Pictou 

Pictou 

Arichat 

Richmond 

Martinique 

Arichat 

it 

• t 

Pubnico 

Yarmouth 

Wedgeport 

(( 

Quinan 

it 

Mary  Watson 
Vina  McNaught 
Lea  Legero 
Margaret  Breau 
Ada  Haley 
Florence  Brine 
Annie  Jones 
Ethel  Murray 
Ernest  Colwell 
Wesley  Gillespie 
Russell  Crain 
Burden  Orser 
Stanley  Smith 
Roy  Steeves 
William  Dupius 
William  Grannan 
John  Halsall 
Robert  Nichols 
William  Davis 
'George  Beckingliam 
Merchie  Stewart 
Emile  Herbert 
Edgar  Bursey 
Ernest  Carter 
Guy  Wallace 
John  Peterson 
Otto  Weiler 


Milltown 
Corn  Hill 
Richibucto  Village 

u 

River  Louison 
Botsford  Portage 
Woodlands 
Nash  waak 
Riverside 
Woodstock 
Piercemont 
Carlisle 
Milltown 
Birch  Siding 
Red  Bank 
St.  John  City 
(< 

«< 

it 

tt 

Perth 

Shediac 

Moncton 

Sunny  Brae 

Pt.  de  Chene 

Marysville 

Fredericton 


Charlotte 

Kings 

Kent 

ft  ■ 

Restigouche 

Westmoreland 

York 

tt 

Albert 

Carleton 

It 

it 

Charlotte 

Kent 

Northumberland 
St.  John 

tt 

it 

(( 

tt 

Victoria 

Westmoreland 

tt 

tt 

tt 

York 

(( 


PRINCE  EDWARD 

Amelia  McKay 
Doris  Taylor 
Andrew  Gallant 
Gurney  Campbell 
Daniel  McLean 
Martin  McRae 


ISLAND. 

Found’s  Mills 
Little  York 
St.  Chrysostome 
Montague 
De  Gross  Marsh 
East  Royalty 


31 


NEWFOUNDLAND. 


Tryphenu  Ellsworth 
Flossie  Johnson 
Elizabeth  Normore 
Clara  Morris 
Mary  Morris 
Wiuuie  sparks 
Janie  Sparks 
Marcella  Ryan 
Mary  Frances  Hulan 
Muriel  Tibbo 
Fanny  Coole 
Cyril  Pretty 
William  McAllister 
Herbert  Pyo 
Richard  Mews 
Bertram  Wicks 


Carmanville 
X.ittle  Catalina 
Seldom  Come  By 
St.  Anthony 

Brigus 


St.  George’s  Bay 
Grand  Bank 
Bonavista 
St.  John’s 
Petrie’s  Crossing 
Cape  Charles 
Birchy  Bay 
Pool’s  Island 


ENTERED 

Marjorie  Adams 
Gertrude  McLellan 
Venetia  Jewers 
Mary  M ason 
Martha  Mason 
Grace  McCarthy 
Thelma  Hilson 
Ida  Thompson 
Florence  Campbell 
Olive  Myra 
Roderick  McDonald 
Gerard  Haley 
Parker  Dares 
Edward  Bernatik 
Ernest  Clyburn 
Henry  Woodlands 
Ada  Haley 
Ernest  Colwell 
Otto  Weiler 
Murchie  Stewart 
Martin  McRae 
Daniel  McLean 
Gurney  Campbell 
Marcella  Ryan 
Bertram  Wicks 


DURING  1915 

Halifax,  N.  S. 

- Reserve,  C.  B. 

Beaver  Harbor,  N.  S. 
Tangier,  N.  S. 

• it 

- Mapleton,  N.  S. 
Halifax,  N.  S. 


West  Dover,  N.  S. 
New  Waterford,  C.  B. 
Sydney,  C.  B. 
Dartmouth,  N.  S. 
Springhill,  N.  S. 
Isaac’s  Harbour,  N.  S. 
New  Waterford,  C.  B. 
River  Louison,  N.  B. 
Riverside,  N.  B. 
Fredericton,  N.  B. 
Perth,  N.  B. 

East  Royalty,  P.  E.  I. 
DeGross  Marsh,  P.E.I. 
Montague,  P.  E.  I. 
Brigus,  Nfld. 

Pool’s  Island,  Nfld. 
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GRADUATED  OR  REMAINED  AT  HOME,  191 5 


Lottie  Armsworth 
Bessie  Donovan 
Annie  He] paid 
Mary  Mclsaac 
Margaret  Inne3 
Adeline  Hubbard 
Mary  Fraser 
Elise  Muise 
Effie  McLean 
Anna  Larracey 
Lexie  Penny 
Frances  Moore 
Charles  Tanner 
Joseph  McDonald 
Arthur  Billard 
John  Cox 
Harry  Sheridan 
Richard  Boyle 
Fenton  Roberts 
Edward  Bernatik 
Ralph  Wilson 
John  Kennedy 
William  Power 
Harold  Noseworthy 


Queensport,  N.  S. 

Glace  Bay,  C.  B. 
Halifax,  N.  S. 

Troy,  C.  B. 

Four  Mile  Brook,  N.  S. 
Tusket,  N.  S. 

Halifax,  N.  S. 

Quinan,  N,  S, 

Stanley,  N.  B. 
Irishtown,  N.  B. 

Beach  Point,  P.  E I. 
Fermeuse,  Ntld 
Halifax,  N.  S. 

New  Glasgow,  N.  S. 
Louisburg,  N.  S. 
Musquodoboit,  N.  S. 
Halifax,  N.  S. 

Afton,  N.  S. 

Parrsboro,  N,  S. 
Springhill,  N.  S. 

Gibson,  N.  B 
Moncton,  N.  B. 

St.  John’s,  Nfld. 
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PRIZES 

literary  department. 

FntsT  Division. 

1st  Prize — Roderick  Fraser,  Pugwash,  N.  S 
2nd  Prize— Amelia  McKay,  Pound’s  Mills,  P.  E I. 

Second  Division. 

1st  Prize— Robert  Nichols,  St.  John,  N.  B. 

2nd  Prize— William  Davis,  St  John,  N.  B. 

Third  Division. 

1st  Prize — Alexander  Lamey,  Glenora,  C.  B. 

2nd  Prize — Divided  between  Cyril  LeCain,  Roundhill,  N.  S, 
and  Lester  Rudolph,  Central  Cariboo,  N.  S.  • 

MUSICAL  DEPARTMENT. 

Senior  Girls  Prize — Nellie  Buckley,  Bridgeport,  N.  S. 

Junior  Girls’  Prize— Lea  Legere,  Richibucto,  N.  B. 

Senior  Boys’  Prize — Roderick  Fraser,  Pugwash,  N.  S. 

J nnior  Boys’  Prize — Alexander  Lamey,  Glenora,  C.  B. 

SPELLING  PRIZES. 

Offered  by  Mrs.  Chas.  Archibald,  Halifax,  N.  S. 

First  Division. 

1st  Prize— Stanley  Smith,  St.  Stephen,  N.  B. 

2nd  Prize— Daniel  White,  Sydney,  C B. 

Second  Division. 

1st  Prize— Myrtis  Jacklin,  Shelburne,  N.  S. 

2nd  Prize — Russell  Crain,  Piercemont,  N.  B. 

Third  Division. 

1st  Prize — Lester  Rudolph,  Central  Cariboo,  N.  S 
2nd  Prize — Cyril  LeCain,  Roundhill,  N.  S. 

SUPERINTENDENT’S  PRIZE. 

For  the  highest  general  standing  in  the  Literary  and 
Musical  Departments  and  for  Deportment  : 

Alexander  Lamey,  Glenora,  CL  B. 
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BENEFACTORS. 


By-Laws,  Art  2.— The  payment  of  five  hundred  dollars  at  one  time 
shall  constitute  a benefactor  of  the  Institution.  Any  person  who  has 
served  for  ten  consecutive  years  as  a Member  of  the  Board  of  Managers, 
or  who  shall  have  performed  such  services  as  the  Board  of  Managers 
shall  deem  worthy  of  recognition,  shall  be  entitled  to  be  enrolled  as  a 
benefactor  of  this  Institution. 


1867  - Wm  Murdoch  Halifax 

1868  - Hon  M B Almon 

1868  - Sir  Fenwick  Williams  “ 

1S69  • Hon  Enos  Collins  “ 

i860  - Wm  Cunard  “ 

1871-AKDoull 

1876  - G P Mitchell  ** 

1876  - N L West  “ 

1877  - J W Walker  “ 

1878  - W C Silver  “ 

1878  - J S Maclean  “ 

1878  - John  Duff  us  “ 

1878  - S A White  “ 

1978  - W H Neal  “ 

1878  - J F Avery,  M D “ 

1878  - Hon  M H Richey  “ 

1882  - W P West  “ 

1882  . John  King  •* 

1882  - W K Reynolds  “ 

1886  - A Shields 

1886  - Geo  Thompson  Wolfville 

1887  - Geo  Mitchell  Halifax 

1887  - James  A Buist  “ 

1887  - Mrs  E Binney  “ 

1887  - Sir  Wm  Young  “ 

1889  - Hon  H H Fuller  “ 

1889  - John  Gibson  ‘ 

1890  • J P Mott  “ 

1890  -ED  Meynell  “ 

1891  - Hon  S L Shannon  “ 

1891  - M P Black  “ 

1891  - John  Naylor  “ 

1895  - Rev  T DeWolf  Windsor 


1896  Jairus  Hart  Halifax 

1896  - Thomas  Ritchie  “ 

1896  - Hon  A G Blair 

Fredericton,  N B 

1897  - Adam  Burns  Halifax 

1898  - W G C Ketchum,  C E 

Fredericton,  N B 

1900  - Nelson  Forrest,  Amherst,  NS 

1901  - George  H Starr  Halifax 

1901  - Gilbert  Pugsley  Amherst 

1902  - Miss  M Little  Halifax 

1903  - Dr  A W H Lindsay  “ 

1904  - Philip  Thompson  “ 

1904  - Dr  A C Cogswell  “ 

1905  - W C Urquhart  “ 

1905  - Mrs  Allison  Smith  “ 

1 ,05  ■ Mrs  Thos  Bolton  “ 

1905  - Archiba'd  Kennedy 

Charlottetown,  PEI 
1905  - Mrs  Stepnen  Wiggins 

Windsor 

1905  - L J Morton  Halifax 

1905  - G Campbell  Folleigh.  N S 

1906  - J Bayley  Bland  Halifax 
1908  - L J Almon  St  John,  N B 
1909-  R T Forrestall  Halifax 
1910  - Miss  Clara  Killam, Yarmouth 
1910  - Mrs  C F Fraser  Halifax 

1912  Dr  H Woodbury  “ 

1913  - Geo  Wright  “ 

1914  - Robert  Pickford  “ 

1915  - Mrs  Anne  Willet  Tedford 

Yarmouth,  N S 


LIVING  BENEFACTORS 


1892  - J C Mackintosh  Halifax 
1896  - Hon  W S Fielding  M 
1900  - J Y Payzant  “ 

1903  - Wm  Robertson  “ 


1905  - Hon  L G Power  Halifax 
1910  - Sir  M.  B.  Daly,  K C.,  M.G.  “ 

1912  - Geo  S.  Campbell  “ 

1913  - Charles  Archibald  u 

*9*3  • J Walter  Allison  u 
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LIFE  MEMBERS 


By-Laws,  Art.  7.— Donors  of  twenty  five  dollars  at  .■  . 

members  who  have  served  the  office  of  Manager  not  less  thaT’three 
consecutive  years,  shall  be  constituted  life  members  of  the  Insthutffin 


Mrs  W C Anderson 
C W Anderson 
Mrs  C Archibald 
W T Allen 
E D Adams 
Rev  F H Archbold 
H W Barnes 
A H Buckley 
W A Black 
E C Baker 
C E Boak 
F A Bowman 
A M Bell 
H C Bauld 
C C Blackadar 
Mrs  C C Blackadar 
James  BiiJman 
S M Bro  Afield 
W G Brookfield 
Richard  H Brown 
C F Brown 
W H Botsford 
M Carney 
A E Col  las 
J S Chisholm 
M O Crowell 
F J Cragg 
A B Crosby 
D R Clarke 
H S Colwell 
Mrs  James  Duffus 
Mrs  John  Duffus 
Allan  Duffus 
Wm  Esson 
R H Edwards 
C F Fraser 
Hon  G E Faulkner 
H A Flemmir  g 
Samuel  Fenn 
A M Fraser 
John  Fry 
J Farquhar 
M C Grant 
W W Gates 
Judge  Harris 
Guy  Hart 
G W Hensley 
A Hobrecker 
W E Hebb 
VV  J Hopgood 


Halifax  W A Henry 
“ A M Jack 

J A Johnson 
W H Johnson 
“ W M Kelly 

Donald  Keith 
M E Keefe 
W L Kane 
H C Kendall,  M D 
Andrew  King 
Archbishop  McCarthy 
“ Alex  McNeil 

R McDonald 
P F Martin 
John  Moore 
F B McCurdy,  M P 
John  McKeen 
Mrs  John  McKeen 
Hon  J D McGregor 
John  MacNab 
Andrew  Mackinlay 
Mrs  James  Moren 
D McGillivray 
Rev  Dr  McMillan 
" AS  Mitchell 

Hector  Mclnnes 
Hon  D McKeen 
Walter  Mitchell 
“ Charles  H Mitchell 

“ JR  Mont 

“ Miss  E O’Dell 

F H Oxley 
“ H N Paint 

“ J E Roy 

“ Hon  W B Ross 

u Judge  Ritchie 

Howard  Smith 
“ BP  Saunders 

“ W N Silver 

“ S S Shatford 

“ O E Smith 

u G DeB  Smith 

W R Scriven 
u J A Scriven 

“ Miss  E Skerry 

“ Miss  Mary  E Skerry 

M J H Svtnons 

a Alex  Stephen 

u Mrs  M A Sheffield 

“ Alfred  Shortt 


Halifax 
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Wiley  Smith  Halifax 

L Mortimer  Smith 

G M Smith 

Mrs  E Smith 

E G Smith 

Jas  T Thompson 

W H Thompson 

Mrs  Wm  Twining 

A DeB  Tremaine 

E L Thorne 

Mrs  A N Whitman 

A N Whitman  “ 

H N Wallace  “ 

Arthur  VV  is  well 
W H Wiswell  “ 

Jacob  Withrow  “ 

Hon  N Curry  Amherst 

C W Hewson,  M D 
J E Lusby  “ 

John  Laws  “ 

A W Moffatt  “ 

C L Martin  14 

G W Christie  Annapolis 

A M King  “ 

J M Owen  •* 

Hon  G E Corbett  *• 

MrsH  McLean.  Bridgetown,  N S 
Edmond  Bent  “ 

Hon  W H Owen,  Bridgewater,  N S 
W B Libby,  “ 

Mrs  S Sheffield  Canning,  N S 
Sir  Frederick  Borden  “ 

C E Whitman  Canso  N S 

E M Walker  Dartmouth,  N S 
H P Burtou  “ 

Mrs  R Howe  “ 

A C Johnson  “ 

J H Angwin  “ 

G E Jost  Guysborough,  N S 
H M Jost  “ 

W J James  Glace  Bay,  N S 

Mrs  T H Metherell  “ 

Mrs  T S Bohaker,  Granville,  N S 
Mrs  G W Churchill,  Hantsport,  N S 
Mrs  II  H Wirkwire,  Kentville,  N S 
W S Woodworth,  M D “ 

B vv  Webster  « 

G R Smith,  Londonderry  N S 
Mrs  J D Eisenhaur  Lunenburer 
C C Hawkins  •* 

J J Rudolph  “ 

Capt  Howard  Wynacht  “ 

A J Wolff 

Rev  D McGillivary  “ 

J H Wilson  « 

R S Currie  “ 


N S 


Liverpool,  N S 
L’ Ardoise 
Mahone  Bay,  N S 
Middleton,  N S 


Rev  G C Wallis  Lunenburg 

Capt  G A Smith 
Henry  Mosher 
W W Lewis,  Louisburg 
L McLean 
D A Morrison,  M D 
A W Moren 
L J Matheson 
Mrs  C Gray 
J A Gates 
G C Millar 
John  W Johnson  Mabou 

Graham  Fraser,  New  Glasgow,  NS 
Mrs  D Grant  “ 

Hon  J D McGregor  “ 

P A McGregor  “ 

H V Jamison  “ 

J H Sinclair,  m p u 

J L Jennison 

W G Matheson  u 

F H Drake  “ 

A C Mackintosh  Oxford,  N S 
Mrs  H S Smith 
H A Patton  “ 

Eliza  ieth  F Elderkin,  Port  Greville 
G O Forsyth  Port  Hawkesbury 
Mrs  G O Forsyth  “ 

M L Tucker  Parrsboro,  N S 
O S Price  “ 

J Smith  Grant  Pictou,  N S 

E McPhail  “ 

R D Stiles  “ 

J A Russell  “ 

Hon  R Drummond  Stellarton 

Rev  Allan  Shatford, Sydney  (North) 
J Cowans  Springhill,  N S 


Crowe 
Mrs  C A Meisner 
Wm  Buchanan 
Miss  Brookman 
J W Dobson 
C H Harrington 
Alex  Matheson 
Rev  D McAdam 
C A Meisner 
A C Ross 

Rev  C F McKinnon, 
^ J Gillespie 
J W Seaman 
Martin  Dickie 
A S Black 
J E Bigelow 
John  S Smith 
G W Stuart 
R A Paulin 
Rev  Chas  Bowman 


Sydney 


Sydney  Mines 
Shulee,  N S 

it 

Truro,  N S 


Windsor,  N S 
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Rufus  Curry  Windsor,  N S 

Mrs  Rufus  Curry  “ 

Miss  O’Brien  “ 

Watson  Dill  “ 

Edgar  Sband  “ 

H P Scott  “ 

C DeW  Smith 

G C Sweet  “ 

Chas  Fergie  Westville,  N S 

R McDougall  “ 

G E M unroe  “ 

Henry  Hunter  Westchester 

Jacob  Bingay  Yarmouth,  N S 
E F Clements  “ 

Mrs  Robert  Caie  “ 

Everett  rosby  “ 

G W T Farish,  M D “ 

( has  Grantham  “ 

Mrs  T H Killam  “ 

Mrs  W M Kelley 

William  M Kelley  “ 

Mrs  James  Lovett  “ 

Misss  Beatrice  L Lewis  “ 

S D Moses  “ 

E K Spinney  “ 

Hon  Mrs  W G Stopford  “ 

W H Chase  Wolfville,  N S 

S P Benjamin  “ 

Elliot  Smith  “ 

R W Stors 

Geo  T Kennedy  “ 

Mrs  Geo  T Kennedy  “ 

A G Bishop  Bathurst,  N B 

Rev  J H Hooper  “ 

Rev  J Strothard  Chatham,  N B 
R J B Crombie  “ 

W S Logie  “ 

R A undock  “ 

Mrs  A H Marquis 

Rev  D Forsyth  “ 

A J Chapman  Dorchester 

Mrs  M Chandler  “ 

Ladv  Sarah  Smith  “ 

T Carleton  Allan,  Fredericton,  NB 
W W Boyce  “ 

W G - ke 

Burton  c Foster  “ 

Archibald  Fraser  “ 

Donald  Fraser  “ 

Mrs  A Fitz  Randolph 
Robert  Fitz  Randolph  “ 

A J Gregrry  11 

Mrs  H nry  Ketchum 

John  Kilburn  “ 

H T Kitchen 

Willard  Kitchen 

Edw..  ' Moore  “ 


Fredericton,  N B 


Hampton,  N B 
'Moncton,  N B 


Newcastle,  N B 
Perth,  N B 
Rexton,  N B 
Shediac 
Sussex,  N B 


J W Morrison 
L S Morrison 
J F McMurray 
J S Neill 
J D Palmer 
J A Reid 
A R Slipp 
E H Thomas 
Mrs  Twining 
J H Van  wart 
G O Dixon  Otty 
D Pottinger 
J N Y Smith 
Joshua  Peters 
Mrs  W H Steeves 
Geo  Brown 
H E Blaksley 
H M Ferguson 
R C Tait 
H B Price 
Geo  H White 
Chas  T White  “ 

J A McArthur  “ 

Joseph  Allison  St  John,  N B 

Mrs  Jos  Allison  “ 

T Clancy  “ 

T H Estabrook  “ 

Mrs  J Knight  “ 

W A Murray  *• 

John  A McAvity  “ 

Chas  H Peters  “ 

H A Powell 

H G Rogers  “ 

J F Robertson  “ 

Mrs  G F Smith  “ 

Miss  J G Sadler  “ 

Mrs  E F Woodman  “ 

John  D Chipman,  St  Stephen,  N B 
G W Ganong  “ 

Mrs  R D Ross  “ 

Annie  A Young  “ 

J T Whitlock 
J L Black 
Mrs  H Paisley 
Geo  D Grimmer 
J W Grimmer 
Mrs  Fred  Andrews 
Geo  Mowatt 
Mrs  G F Hibbard 
Geo  F Hibbard 
Mrs  M J Kerr 
Mrs  A G Bailey 
A G Bailey 
F B Hay 
J A Hayden 
Hugh  Montgomery 
George  McPhail 


Sackville,  N B 

•t 

St  Andrew’s 


Woodstock 
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Mrs  P P Archibald,  Charl’t’n,  PEI 
G F Beer 
L L Beer 
Judge  Alley 
James  Patton 
W A Weeks 
Hon  A B Warburton 
J C James 
R M Johnson 
S R Jenkins,  M d 
A P Prouse,  Murray  Harbor,  PEI 
J G Toombs,  m d,  Mt  Stewart,  PEI 
T McLeod,  md,  Bay  Roberts, Nfld 
Azariah  Dawe  “ 

R Templeton  Bonavista,  Nfld 
John  W Lawrence  “ 

Mrs  Jas  Ryan  “ 

Wm  Duff  Carbonear 

J Y Newman,  Conception  Bay,  Nfld 
Albert  Lodge  Catalina,  Nfld 

A Graham  Munn  Harbor  Grace 
AR  Anderson,  md,  Hearts  Content 
J R Richards  “ 

James  Angel  St  John’s 

Hon  John  Anderson 
George  W Ayre 
Hon  Jas  Baird 
David  baird 
A K Bishop 
Hon  R K Bishop 
Sir  Cavendish  Boyle 
Sir  Edgar  Bowring 
John  Bowring 
Henry  Hlair 
Hon  J R Bennett 
D M Browning 
Mark  Chaplin 
Harry  J Crowe 
J C Crosbie 
Hon  M P Cashin 
Geo  Davey 
Wm  J Ellis 
Wm  Frew 

Hon  A F Good  ridge 
G Goodridge 
H Goodridge 
W B Grieve 
Capt  John  Green 
Hon  M P Gibb 
James  Gordon 
Hon  W H Horwood 
R F Horwood 
A J Harvey 


Percie  Johnson  St  John’s 

Bishop  Jones 
Hon  Geo  Knowling 
J Learnon 
Stephen  R March 
Hon  A B Morine 
Capt  J R Moss 
Hon  S Milley 
A H Murrav 
Hon  D Morrison 
T W McNeil 
Campbell  L McPherson 
R Neyle 

Sir  Joseph  Outerbridge 
Mrs  Anna  F Pippey 
Kenneth  R Prowse 
A S Rendell 
R G Rendell 
G T Rendile 
H D Reid 
R G Reid 
R G Reid,  Jr 
W D Reid 
J Alex  Robinson 
Geo  Shea 

Rev  W H Sampson 
M G Winter 
Sir  James  Winter 
T Winter 
M Winter 

Hon  Wm  Woodford 
Fred  B Wood 
J W Withers 
Hon  J B Woods 
Mrs  T H lames  Elliston,  Nfld 
G R Chisholm  Saskatoon,  Sask 
Mrs  G R Chisholm 
Rev  H Dickie  Chatham,  Ontario 
Thomas  Johns  Winnipeg 

Geo  H Middleton  Edinburgh 

Lieut-Geu  Montgomery  Moore 

London,  G B 
Mrs  Smyth  Farnham,  England 
Lieut  Gen  Lord  Alex  Russell,  G B 
Capt  Lowry,  47th  Regt,  G B 
Lieut  Thos  A W Cochran,  rn,G  B 
Col  F A Gore  London.  G B 

A Graham  Bell,  Washington,  USA 
John  D Miller  New  York 

Rev  F Courtney,  d d 11 

J A Campbell,  Seattle,  Wash.  USA 
B W Colley  Hawaii 

D Baker  Newcastle,  NSW 
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ORGAN  FUND,  SCHOOL  FOR  THE  BLIND, 

in  acct.  with  J.  C.  MACKINTOSH  and  C.  F.  FRASER, 
Trustees,  Dec.  31st,  1915. 


1914. 

Dec.  31st.  By  Balance  ....  $102  51 

1915. 

Dec.  31st.  “ Subscriptions  ...  172  50 

“ RentofOtgan  - - - 33  00 

“ Key  Buyer  - 5 00 

“ Interest  ...  - 54 


$313  55 

1915. 

Decc.  3 1st.  To  Paid  on  acct.  of  Organ  - $300  00 

“ Balance  in  Bank  ...  13  55 


$313  55 


Mrs.  Smyth,  Farnham,  England  - - $50  00 

Canadian  Club,  Halifax  - - - 60  00 


Miss  Ryan,  Halifax 
Mrs.  Mader,  Halifax 
Miss  Webb,  Halifax 
Halifax  Orchestra 
Overseas  Club 
Red  Cross  Society 
Mrs.  Maud  Allen  - 
Local  Council  of  Women 
Daughters  of  the  Empire 
Sodales  Club,  Dalhousie 
Young  Women's  Christian 
Red  Cross  Society 


- 10  00 
10  00 
7 50 
5 00 
5 00 
5 00 
5 00 
5 00 
5 00 
5 OO 

Association  - 5 00 

5 0C 
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PLAYGROUND  FUND 

in  Acct.  with  C.  F.  FRASER. 


1915.  Cr. 

Dec.  31st.  By  Entertainment  given  at  th?  School  8213  35 

“ Proceeds  of  Playground  Fair  - - 789  14 

“ Donations  - 57  00 

“ Interest 7 84 


SI 067  33 

915.  Dr. 

Dec.  31st.  To  Cost  of  Apparatus,  including  duty. 


freight  and  setting  up  - . g 671  94 

“ Supplies,  Advertising,  Printing,  etc.  268  90 

“ Balance  - - - . _ -126  49 

81067  33 

Archbishop  McCarthy,  Halifax  - - $25  00 

W.  H.  Wiswell  Halifax  - . - 10  00 

C.  W.  Lindsay,  Montreal  - - . 10  00 

O.  H.  Harvey,  Halifax  - - . 5 00 

Mrs.  D.  C.  Woods,  Halifax  - - - 4 00 

G.  W.  Theakston,  Halifax  - - - 2 00 

Mrs.  C.  C.  Blackadar,  Halifax  - ■ 1 00 
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Free  Circulating  Library  School  for  the  Blind 


This  Library,  which  is  situated  at  the  School  for  the  Blind 
at  Halifax,  N.  S„  was  established  in  1881.  It  contains  a 
large  number  of  books  and  pamphlets  printed  in  the  Braille 
Point  system,  and  Dr.  Moon’s  type  for  the  aged.  Since  the 
first  of  November,  1898,  embossed  books  for  the  blind  have 
by  the  authority  of  the  Parliament  of  Canada,  and  by  the 
order  of  the  Postmaster-General,  been  transmitted  through 
the  mails  free  of  charge.  ° 

The  books  are  circulated  among  the  graduates  of  the 
School,  and  among  the  adult-blind  who  have  been  taught  to 
read  in  their  own  homes.  Each  year  the  call  for  books  has 
increased,  and  each  year  we  have  tried  to  add  to  the  Library 
the  latest  publications  printed  in  Great  Britain,  as  well  as  a 
number  of  hand-made  books  aud  pamphlets  written  out  by 
the  graduates  of  the  School,  and  by  the  members  of  the 
Library  League. 


CATALOGUE  OF  BOOKS  IN  BRAILLE  POINT  PRINT 

RELIGIOUS  WORKS. 


The  Bible 

Old  Testament,  81  vols. 

New  Testament,  9 “ 

Extra  Volumes,  14 
Pilgrim’s  Progress,  2 vols. 
Imitation  of  Christ,  3 vols. 
Our  Father's  Care 
There’s  Help  at  Hand 
The  Programme  of  Chris- 
tianity 

The  Greatest  Thing  in  the 
World 

Pax  Vobiscum 
The  Changed  Life 
Children  of  the  Bible 
Practical  Talks 
Melvill’s  Sermons 


Living  by  the  Spirit,  2 vols. 
Extracts  from  Works  of  Rev. 

Chas.  Kingsley 
A Faithful  Promiser 
A Mission  Sermon 
The  Faith  of  Our  Fathers, 
6 vols. 

M usings  for  Quiet  Hours 
The  Child’s  Mass-book 
Butler’s  Catechism,  2 vols. 
Church  of  England  Catechism 
Shorter  Catechism 
Methodist  Catechism,  3 vols. 
The  Ministry  of  Daniel 
Roll  and 

The  Song  of  our  Syrian  Guest 
and  the  other  Wise  Men 
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Out  of  the  Deep 

Power  of  the  Presence  of  God 

Scripture  Texts,  2 vols. 

My  Aspirations 

Friends  of  the  Master 

Burdens 

The  Still  Hour 

The  Trivial  Round 

Precious  Truths  for  Everyone 

The  Lord’s  Coming  for  His 

Voices  of  Prayer  and  Praise, 

Saints  and  other  Stories 

2 vols. 

Evidences  of  Christianity 

The  Father  and  the  Prodigal 

POETRY  AND  DRAMA. 

Merchant  of  Venice 

Tennyson’s  Short  Poems,  2 

Much  Ado  Adout  Nothing 

vols. 

As  You  Like  It 

In  Memoriatn 

The  Tempest 

The  Princess 

Twelfth  Night 

Idyls  of  the  King,  2 vols. 

Hamlet,  2 vols. 

Selections  from  Tennyson  & 

King  Lear,  2 vols. 

Grey 

Romeo  and  Juliet,  2 vols. 

Marmicn,  2 vols. 

Macbeth 

Lady  of  the  Lake,  2 voK 

Othello 

Midsummer  Night’s  Dream 

King  John 

Henry  V 

King  Richard  II 

The  Taming  of  the  Shrew 

King  Henry  VIII,  2 vols. 

The  Merry  Wives  of  Windsor 

Julius  Caesar 

Curiolanus 

Milton’s  Poems,  8 copies 

Cymbeline 

Paradise  Lost,  4 vols. 

Selections  from  Browning,  2 

Lord  of  the  Isles,  3 vols. 

copies 

Ancient  Mariner 

Selections  from  Byron 

Evangeline 

American  Treasury 

Miles  Stand ish 

Christinas  Poetry 

Hiawatha,  3 vols. 

Shelley’s  Poems 

Tales  of  a Wayside  Inn,  2 

Recitations 

vo's. 

Hymns  for  Children,  2 vols. 

Miss  Havergal's  Poems 

Battle  Songs  and  Adventures 

Home  in  Poetry 

The  Garland  of  Poetry 

Selected  Poems 

Macaulay’s  Poems 

Bret  Harte’s  Poems 

Patriotic  Poems 

Whittier’s  Poems 

Selections  from  Hood 

Keble’s  Christian  Year,  2 vols. 

Selections  from  American 
Poets 
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THE  CRAIGMIU.AR  POETS  (5  vols.) 


Vol.  1.  Selections  from 
Jean  Ingelow 
John  Keats 
William  Cowper 
Vol.  2.  Selections  from — 
Thomas  Hood 
Dante  Gabriel  Rossetti 
Thomas  Grey 
Vol.  3.  Selections  from 
Thomas  Campbell 
Elizabeth  Barrett  Brown- 
ing 

George  Herbert. 


Vol.  4-  Selections  from — 
John  Dryden 
Matthew  Arnold 
Alfred  Austen 
Rudyard  Kipling 
William  Henley 
William  Watson 
Austin  Dobson 
Algernon  Swinburne 
William  Morris 
Vol.  5.  Selections  from — 
American  Humorists 
Women  Poets 


HISTORY  AND  SCIENCE. 


History  of  England,  4 vols. 

MagDa  Charta 

World’s  History,  8 vols.  (2 
copies) 

Queen  Elizabeth  (Green)  2 
vols. 

Puritan  England  (Green)  4 
vols. 

Modern  England  (Green)  5 
vols. 

Historical  Reader,  3 vols.  (2 
copies) 

Early  Britons,  2 vols. 

The  Empire 

Geology,  2 vols.  (2  copies) 

Deeds  that  Won  the  Empire 
(Firchett),  8 vols. 

Carlyle’s  French  Revolution 
11  vols. 

Natural  History,  18  vols. 

Science  Primer  (2  copies) 

World’s  History,  4 vols. 

Nature  Knowledge.  4 vols. 

Green’s  Shorter  History  of 
the  English  People,  14  vols. 


Physics,  2 vols. 

Physiology,  2 vols. 

Chemistry  (2  copies) 

Physical  Geography,  2 vols. 
(2  copies) 

Brave  Deeds,  2 vols. 

The  Wonderland  of  Science 
Domestic  Economy,  6 vols. 
lOOKnitting  Patterns,  2 copies 
Canadian  History,  3 vols. 
Recommendations  for  Braille 
Fairy  Land  of  Science 
Outlines  of  World’s  History 
(Swinton),  4 vols. 

Britain  Beyond  the  Seas,  4 
vols.  (2  copies) 

History  of  Greece,  3 vols. 
Ocean  of  Air,  4 vols. 

Problems  for  Young  People, 
2 vols. 

Industries  of  Animals,  3 vols. 
(2  copies) 

Osborne  Science  Reader, 2 vols 

Stories  from  Canadian  His- 
tory, 3 vols. 
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BIOGRAPHY,  TRAVELS  AND  MISCELLANEOUS. 


Stanley,  3 vols. 

Napoleon 
General  Gordon 
Emin  Pasha 
Philip  II 
William  III 

Heroes  (Kingsley),  3 vols. 
Nana  Sahib’s  Englishman 
Lord  Clive  (Macaulay),  2 vols 
Frederick  the  Great  (Mac- 
aulay) 

Henry  Martin 
Martin  Luther 
Cardinal  Wolsey 
Heroes  and  Hero  Worship 
(Carlyle),  3 vols. 

Master  Musicians,  4 vols. 

Life  of  Handel 

Sixty  Years  a Queen.  4 
vols. 

Lil'e  oF  W.  E.  Gladstone. 

“ Henry  Fawcett 
“ Dr.  Campbell 

“ Helen  Keller 

Milton:  A Plea  for  the 
Study  of 
Success,  4 vols. 


Sir  Roger  DcCoverley 
Chinese  Gordon,  3 vols. 
Biographical  Sketches,  2 vols. 
Anecdotes  and  Quotations 
Europe,  2 vols. 

America 

Africa  and  Oceania 
Asia 

Star  Readers,  14  vols. 

Banner  of  Hope,  5 vols. 

“ Progress” — 1882,  ’83, ’84, ’85 
’86,  ’87,  88,  ’89.  ’90,  ’91 
Playtime,  18  vols. 

Recreation,  30  vols 
Hoi  a Jncunda  (50  vols),  for 
years  1893,  ’94  ’95,  ‘96, 
’97,  ’98  '99,  1900,  ’01, 
’02,  ’03,  ’04.  ’05. 
Children’s  Hour,  6 vols. 

Short  Talks  to  Boys 

\\  l, at  Not  to  Do 

Hora  Joeuuda,  1906,  4 vols. 

“ 1907.  4 vols. 

“ ■■  1908.  4 vcls. 

'•  “ 1909,  4 vols. 

“ *•  1910,  4 vols. 

“ “ 1911,  4 vols. 

“ 1912,  4 vols. 

“ 1913,  4 vols. 

“ - 1914  4 vols. 

“ “ 1915,  4 vols. 


Lord  Roberts,  2 vols. 

Famous  Girls 
Nansen’s  Story  (2  copies) 

Woods  worth,  4 vols. 

FICTION 


Ivanhoe 
The  Talisman 
Quentin  Durward 
Thu  Pirate 
Rob  Roy 

The  Fair  Maid  of  Perth 
Fir  Tree 


Bird’s  Christmas  Carol 
The  Story  of  a Short  Life 
Riki  Tiki 

Marjorie’s  Christmas  Box,  2 
vols. 

Gentle  Heritage,  2 vols. 

Gold  Thread 
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Laddie 
Three  Lions 
Nursei  y Rhymes 
Kenilworth,  7 vols. 

Pickwick  Papers,  14  vols 
David  Coppertield,  10  vols. 
Christinas  Carol,  2 vols. 
Cricket  on  the  Hearth,  2 vols 
Vicar  of  Wakefield,  3 vols. 
How  Johnny's  Men  Struck 
Work 
Lilly  Binks 

Paul  and  Virginia,  2 vols. 

A Prep  Behind  the  Scenes,  3 
vols. 

Without  a Thought,  2 vols. 
Undine,  2 vols. 

Short  Ciuises,  2 vols. 

A Tale  of  Two  Cities,  4 vols. 
Civilization  of  China,  2 vols. 
Cru  se  of  the  Cachalot,  3 vols. 
Health  and  Courtesy- 
Wild  Swans 
Benjy  in  Beastland 
Sarah  Crewe 
Melody,  2 vols 

Things  will  TakeaTurn,2  vols 
Houpla 

Gordon's  Reprieve 
Condensed  Novels,  8 vols 
Pox  Glove  Freaks 
Mirt  h 

Lamb’s  Tales  from  Shaae- 
Speare.  5 vols. 

John  Halifax,  7 vols 
The  Twentieth  Door,  6 vols. 
Black  Beauty,  4 vols. 

A Doctor  of  the  Old  School, 

(2  copies; 

The  Wanderings  of  Ulysses 
2 vols. 

Stories  from  Virgil,  3 vols. 


Myths  of  Hellas,  3 vol., 
Robinson  Crusoe,  7 vols. 
AJaddiii,  2 vols. 

Ala- Baba 

Alice  in  Wonderland,  3 vols 

Tvo,she  Looki°e 

Our  Eight  O’clock  Girls 

Winchester  Meads,  2 vols. 

Kate  s New  Home 
The  Thorn  Fortress,  2 vols 
Dreams  and  Reality 
Gaffer’s  Child 
Old  Major  (2  copies) 

nT6  T1  °ther  Stories 
ru>e  Eye  Doctor 

f he  Spring  Morning 
Rasselas 

Silas  Marner,  4 vols. 

Last  Days  of  Pompeii,  5 vols. 
Rudder  Grange,  3 vols. 

Three  Men  on  the  Bunimel  3 
vols. 

Uncle  Tom’s  Cabin,  8 vols. 
Tom  Brown’s  School  Days  4 
vols. 

The  Prisoner  of  Zenda,  2 vols. 
Rupert  of  Fentzau,  2 vols. 
Sherlock  Holmes,  6 vols. 
Alone  in  London 
Fun 


John  and  Joan 
1 he  Cabman’s  Wife 
Harvest  Home 
Brighton  Street 
Little  Lord  Fontleroy,  3 vols. 
Btacebridge  Hall,  2 vols. 
Three  Men  in  a Boat,  3 vols. 
Cardinal’s  Snuff  Box,  2 vols. 
Jane  Eyre,  5 vols. 

Nan  Brown’s  Miracle 
Strawberry  Hill 
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Master  Sunshine 
Harlen’s  Orphans 
Christinas  Stocking 
God’s  Silver 
Marseillaise 

Tim  Teddington’s  Dream 
The  Great  Snowball  Fight 
Water  Babies,  3 vols. 

Little  Women,  4 vols, 

The  Naughtiest  Dav  of  My 
Life 

Patty’s  Place 
Social  Bees 


Fairy  Tales 
Little  Ohickweed 
Madame  Liberality 
Gems  from  the  Prose  Works 
of  George  MacDonald 
Stories  from  Dickens 
Kee  Dunk 

Parables  of  the  Provinces 
Beyond  the  Marshes 
The  Lane  that  Had  no  Turn- 
ing 

Mopsa,  the  Fairy,  2 vols. 


PAMPHLETS. 


Bull  Dogs 

Patch,  the  Cat 

A Darning  Needle 

Peter’s  Nellie 

Hans  in  Luck 

The  Discontented  Fairy 

Poor  Peter 

A Sanctuary  of  Shavings 
A Nantucket  Boy 
The  Silver  Mug 
Thunder  Storms 
How  to  Run 

Not  Mine  and  Other  Poems 
The  Crow  Child 
Heroic  Deeds 
Hymns  for  the  Young 
The  Sacrifice 
Honey  Hunters 
Deeds  and  Dreams 
How  they  Weighed  the 
Princess 

Addie  Armstrong’s  Piece 
The  Sweedish  Engraver 
Mother’s  Right-hand  Sup- 
porter 

Five  Out  of  One  Shell 


Odds  and  Ends  of  Poetry 
The  Villager  Preacher 
The  Litany 

C.  of  E.  Communion  Service 

Lou’s  Clarionet 

Some  Curious  Inventions 

Methodism  Catechism  (junior 

In  Banana  Land 

On  Church  Music 

The  Prize  Essay 

The  Turn  of  a Hose 

Sir  Humphrey  Davey 

Ceylon 

C.  of  E.  Catechism 
Christmas  Masquerade 
Dog  and  Kitten 
Palace  of  Beauty 
Girl’s  Essay  on  Boys 
Bible  Contractions 
TheTwelfth  was  an  Amethyst 
The  Turkey  in  the  Court 
House 

The  House  of  Eulalie 
The  Wonders  of  Coal 
The  Disinterred  Pompeiians 
The  Night  of  the  High  Tide 
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Essay  on  Tuning  (Music 
dept.) 

Fancy  Beadwork 
The  First  Problem 
What  it  is  to  know  Christ 
Soliloquy  of  a Rationalistic 
Chicken 

Rab  and  His  Friends 
A Talk  with  the  Sea  Diver 
The  Boy,  the  Bobolink,  the 
Butterfly  and  the  Bees 


Lucy  Forbes’  Letter 
The  Elephant 
A Talk  on  Fresh  Air 
A Little  Child  Shall  Lead 
Them 

Musical  Don’ts 

A Movement  Cure  for  Rheu- 
matism 

Thought  Treasures 
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AN  ACT 

Respecting  the  Education  of  the  Blind  of  Nova  Scotia 

Chapter  54,  Revised  Statutes,  1900. 


1.  (1)  The  parent  or  guardian  of  any  blind  person 

betwdfen  the  ages  of  six  and  twenty-one  years,  who  has, 
under  the  provision  of  “Chapter  50,”  a settlement  in  any 
municipality,  city  or  town,  may  apply  to  the  warden  of  such 
municipality,  or  to  the  mayor  of  such  city  or  town,  for  an 
order  for  the  admission  of  such  person  into  the  Halifax 
School  for  the  Blind,  which  order  the  said  warden  or  mayor 
shall  at  once  grant  under  his  hand  and  the  corporate  seal  of 
the  municipality,  city  or  town,  on  being  satisfied  that  such 
blind  person  is  between  the  ages  above  prescribed,  and  has 

a legal  settlement  in  such  municipality,  city  or  town. 

1895,  C.  1,  Sec.  114,  part. 

(2)  Such  order  shall  entitle  the  blind  person  named 
therein  to  be  received  into  the  Halifax  School  for  the  Blind, 
and  subject  to  conditions  in  this  Chapter  prescribed,  to  be 
educated  and  boarded  therein  during  the  school  term. — 
1895,  C.  1,  S.  114;  part. 

2-  (1) — Pupils  entering  the  school  between  the  ages  of 

six  and  ten  years  shall  be  entitled  to  remain  seven  years  in 
addition  to  the  time  in  attendance  under  ten  years  of  age  ; 
those  entering  between  the  ages  of  ten  and  thirteen  years 
shall  be  entitled  to  remain  seven  years  ; those  entering 
between  the  ages  of  thirteen  and  seventeen  shall  be  entitled 
to  remain  five  years : those  entering  between  the  ages  of 
seventeen  and  twenty-one  years  shall  be  entitled  to  remain 
three  years. 

(2) — The  Council  of  Public  Instruction  may,  upon  the 
recommendation  of  the  Board  of  Managers,  extend  the  time 
■of  attendance  of  any  pupils. 
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(3) — In  the  case  of  hopeless  incapacity,  serious  misconduct 
or  other  sufficient  cause  on  the  part  of  any  pupil,  the  pre- 
scribed term  may  be  shortened  at  the  discretion  of  the  board 
of  Managers  of  the  School.  1895,  C.  1,  S.  114,  part. 

3.  For  every  blind  person  received  in  the  Haiifax  School 
for  the  Blind  under  an  order  from  the  warden  of  any 
municipality  or  from  the  mayor  of  an  incorporated  town 
which  contributes  to  the  municipal  school  fund,  and  educated 
and  boarded  therein,  the  Board  of  Managers  of  such  school 
shall  be  entitled  to  receive  from  the  provincial  treasury  the 
sum  of  one  hundred  and  twenty-five  dollars  per  annum, 
payable  half  yearly,  and  also  to  receive  annually  the  same 
sum,  payably  half-yearly,  from  the  municipal  school  fund  of 
such  municipality. — 1895,  C.  1,  S.  114,  part. 

4.  For  every  blind  person  who  is  admitted  in  the  Halifax 
School  for  the  Blind,  under  an  order  from  the  mayor  of  a city 
or  town,  an  allowance  to  the  Board  of  Managers  of  the  school 
of  one  hundred  and  twenty  five  dollars  per  annum  shall  be 
rated  upon  the  inhabitants  of  said  city  or  town  in  case  such 
city  or  town  does  not  contribute  to  or  draw  from  the  munici- 
pal school  fund,  and  in  such  case  such  sum  shall  be  paid  to 
the  managers  for  each  such  blind  person  sent  to  the  school, 
and  there  shall  be  paid  to  the  managers  from  the  provincial 
treasury  for  each  such  blind  person  for  which  such  city  or 
town  contributes  such  allowance  the  sum  of  one  hundred 
and  twenty-five  dollars,  in  Chap.  54,  the  manner  provided  in 
the  next  preceding  section. — 1895,  C.  1,  S.  114,  part. 

5.  The  Managers  of  the  Halifax  School  for  the  Blind 
shall  furnish,  semi-annually,  to  the  Council  of  Public 
Instruction  full  returns  of  the  names,  ages  and  residences  of 
the  pupils  in  respeet  to  whom  such  payments  are  claimed. — 
1895,  C.  1,  S.  114,  part. 

6.  In  the  annual  apportionment  of  the  municipal  school 
fund,  the  Superintendent  of  Education  shall  include  the 
amounts  due  the  managers  of  the  Halifax  School  for  the 
Blind,  and  issue  drafts  therefor  on  the  treasurers  of  the 
respective  municipalities.— 1895,  C.  1,  S.  114,  part. 
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i.  Pile  Council  of  Public  Instruction  upon  being  satisfied 
that  an  applicant  has  a settlement  within  the  province,  and 
has  no  means  of  paying  the  expense  of  his  education,’  may 
upon  the  recommendation  of  the  Board  of  Managers,  make 
the  provisions  of  this  Chapter  apply  to  any  blind  person 
over  the  age  of  twenty-one  years.  Such  action  of  the  Coun 
cil  of  Public  Instruction  shall  entitle  the  blind  person  to  be 
received  into  the  school  on  the  same  terms  as  if  he  were  under 
the  age  of  twenty-one  years. — 1895,  C.  1,  S.  114,  part. 

8.  In  the  case  of  any  person  who  has  been  admitted  to 
the  Halifax  School  for  the  Blind  or  on  whose  behalf  applica- 
tion for  admission  to  such  school  has  been  made,  who  has  no 
settlement  within  the  province,  the  Provincial  Secretary,  if 
satisfied  that  such  person  is  chargeable  to  the  province,  may 
pay,  or  agree  to  pay  to  the  Board  of  Managers  of  the  School 
the  same  sum  as  is  paid  from  the  provincial  treasury  in  the 
case  of  a person  admitted  under  the  foregoing  provisions  of 
this  Chapter. — 1895,  C.  1,  S.  114,  part. 

9.  — The  parent  or  guardian  of  any  blind  person  between 
the  ages  of  six  and  twenty-one  years,  who  has  not  a settle- 
ment within  this  province,  may,  nevertheless,  apply  to  the 
warden  of  any  municipality,  or  to  the  mayor  of  any  city  or 
town  for  an  order  for  the  admission  of  such  person  into  the 
Halifax  School  for  the  Blind  ; and  if  such  warden  or  mayor 
is  satisfied  that  such  parent  or  guardian  has  bona  tide  settled 
in  such  municipality,  city  or  town,  with  the  intention  of 
remaining,  the  warden  or  mayor  may  grant  such  order,  which 
shall  have  the  same  force  and  effect  as  an  order  made  under 
the  provisions  of  this  Chapter  in  respect  to  a person  who 
has  a settlement  within  this  province. — 1895,  C.  1,  S.  114, 
part. 

10.  The  Provincial  Secretary  has  to  be  ex  officio  a mem- 
ber of  the  Board  of  Managers  of  the  Halifax  School  for  the 
Blind.— 1895,  C.  1,  S.  114,  part 

See  amendments  Chap.  20,  Acts  of  1905,  Chap.  21,  Acts  of 
1909,  and  Chap.  23,  Acts  of  1914. 


Act  respecting  the  Education  of  the  Blind  of  New 
Brunswick 

Consolidated  Statutes,  1903.  Chap.  51. 

1.  The  parent  or  guardian  of  any  blind  person  between 
the  ages  of  six  and  twenty-one  years,  who  has,  under  the 
provisions  of  Chapter  179  of  these  consolidated  Statutes,  a 
settlement  within  any  county  or  city  of  the  province, 
may  apply  to  the  warden  of  the  municipality,  or  the  mayor 
of  the  city,  for  an  order  for  the  admission  of  such  person 
into  the  Halifax  School  for  the  Blind,  or  any  other  institution 
for  the  blind  approved  by  the  Lieutenant-Governor-in- 
Council,  and  the  said  warden  or  mayor,  on  being  satisfied 
that  such  blind  person  is  between  the  ages  above  prescribed 
and  has  a legal  settlement  in  the  municipality  or  city  shall 
at  once  grant  such  order  for  admission  as  aforesaid,  under 
his  hand  and  the  corporate  seal  of  the  municipality  or  city, 
and  forward  the  same  to  the  Provincial  Secretary  for  his 
approval  to  be  endorsed  thereon. — 55  V.,  c.  8,  8.  1 ; 59  V., 
e.  J 3,  s.  1 . 

2.  — The  Lieutenant-Governor-in-Couneil,  upon  being  satis- 
fied that  the  applicant  has  a settlement  within  the  Province 
of  New  Brunswick,  and  has  no  means  of  paying  the  expenses 
of  his  or  her  education,  may  by  Order-in-Council  make  the 
provisions  of  this  Chapter  apply  to  any  blind  person  over  the 
age  of  twenty-one  years,  and  such  order  shall  specify  the 
municipality  in  which  such  blind  person  has  a settlement, 
and  upon  which  he  or  she  shall  be  chargeable.  Such  Order- 
in-Council  shall  entitle  the  blind  person  mentioned  thereinto 
be  received  at  the  Halifax  School  for  the  Blind,  or  any  other 
institution  for  the  blind,  on  the  aame  terms  as  persons  men- 
tioned in  sections  1 and  5 of  this  Chapter. — 56  V.,  c.  20,  s.  1. 

3.  Blind  persons  over  the  age  of  twenty-one  years  so 
received  at  the  said  Halifax  School  for  the  Blind,  or  other 
institution  for  the  blind,  approved  by  the  Lieutenant- 
Governor  in-Council,  under  the  provisions  of  the  preceding 
sections,  shall  (subject  to  the  approval  of  the  Lieutenant- 
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in  each  year,  to  the  Chief  Superintendent  of  Education  of 
the  Province  of  New  Brunswick,  full  returns  of  the  names, 
ages,  residence,  attendance,  etc.,  of  the  pupils  in  respect  of 
whom  the  above  grants  may  be  claimed. — 55  V.,  c.  8,  s.  4. 

8.  In  the  semi-annual  apportionment  of  the  county  school 
fund,  the  Superintendent  of  Education  shall  include  the 
amounts  due  the  managers  of  any  institution  for  the  blind, 
and  issue  drafts  therefor  on  the  treasury  of  the  respective 
municipalities. — 55  V.,  c.  8,  s.  5. 

9.  In  the  case  of  any  incorporated  city  or  town  within 
the  province  in  which  any  blind  person,  as  designated  in 
section  1 of  this  Chapter,  has  a legal  settlement,  and  which 
city  or  town  does  not  contribute  to  or  draw  from  the  county 
school  fund,  there  shall  be  paid  by  such  city  or  town,  to  the 
board  of  managers  of  the  said  school,  an  allowance  of  one 
hundred  and  twenty-five  dollars  per  annum,  and  such  sum 
shall  form  part  of  the  general  assessment  of  such  city  or  town 
for  each  blind  person  sent  to  said  school,  and  each  such  blind 
person  sent  to  said  school  shall  be  admitted  to  the  said  school 
in  the  manner  prescribed  in  section  1 of  this  Chapter,  the 
chief  executive  officer  of  the  corporation  exercising  the 
powers  therein  conferred  upon  the  warden  of  the  munici- 
pality, and  there  shall  be  paid  to  the  said  managers  from  the 
provincial  treasury  for  each  such  blind  person,  for  which 
such  city  or  town  contributes  such  allowance,  the  sum  of  one 
hundred  and  twenty-five  dollars  in  like  manner  as  is  pro- 
vived  in  section  6 of  this  Chapter. — 65  V.,  c.  8,  s.  6. 

10.  The  parent  or  guardian  of  any  blind  person  between 
the  ages  of  ten  and  twenty-one  years  who  has  not  the  settle- 
ment referred  to  iu  section  1 of  this  Chapter,  may,  neverthe- 
less, apply  to  the  warden  of  a municipality  or  the  mayor  of 
the  city  for  an  order  for  the  admission  of  such  person  into  the 
Halifax  school,  or  other  institution  for  the  blind  as  aforesaid, 
and  if  the  warden  or  mayor  of  a city  be  satisfied  that  such 
parent  or  guardian  have  or  had  bona  tide  settled  in  the  muni- 
cipality or  city,  with  the  intention  of  remaining,  the  warden 
or  mayor  may  grant  such  order  in  manner  and  form  as 
prescribed  in  section  1 of  this  Chapter,  which  shall  have  the 
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same  force  and  effect  as  an  order  given  under  the  provisions 
of  the  said  section. — 55  \ .,  c.  8,  s.  7. 

11  In  cas"1  of  any  person  who  has  been  admitted  to  the 
Halifax  School  or  other  institution  for  the  blind,  as  aforesaid 
or  ou  whose  behalf  application  for  admission  to  such  school 
has  been  made,  who  has  no  settlement  within  any  county  or 
district  of  the  province  as  required  by  section  1 of  this 
Chanter  the  Provincial  Secretary,  if  satisfied  that  such 
rier son  is  fairly  chargeable  to  the  province,  may  pay  or 
aa.ee  to  pay  to'  the  Board  of  Managers  of  the  said  school  the 
smn  of  two  hundred  and  fifty  dollars  from  the  provincial 
treasurv. — 55  V.,  c.  8,  s.  8 am. 


See 


amendments  in  the  Acts  of  1905,  1909  and  1915. 


